APPENDIX VII

Drawings of Psychiatric Units and Clinics.

Certain drawl:;:;-, -retired by ^Ir. F, Ccutts Webster, architect of the
Board of Control, are available a: the 3EnIstry of Health for authorized
persons to see. Tr.e-ie drawings have not been^ reproduced in the report
because, with further experience, they may be altered and improved.

The drawings are not let ended a* precise specifications ; they have been
prepared and asserted more with the object of providing University
Authorities and Local Authorities with certain basic ideas as to the require-
ment a ci psychiatric urhts and clinics which can be adapted to local needs.

A psychiatric clinic has no teds ; it consists only of an out-patient
department. A iisvehictrie unit includes an out-patient department, but
also ecurair^ beos in the same building. The drawings include the
following :

A.  PSYCHIATBIC CiJxies.

1.  A clinic for a non-teaching unit, with a central waiting-room enclosed

on all sides.

2.  A similar clinic with a central waiting-room one side of which gives

on to an open space.

3.  A clinic for a non-teaching unit with a corridor in place of a central

waiting-room.   This structure is cheaper to build than 1 and 2.

4.  A clinic for a teaching unit with central waiting-room as in 1.   There

are included here moie consulting and examination rooms than
in the first three drawings.

5.  A similar clinic to 4, but with the central waiting-room unenclosed on

one side as in 2.

B.   PSYCHIATBIC UNITS.

These include a psychiatric clinic as in drawings 1 to 5, but also have a
variable number of beds.

6.  A non-teaching unit with an out-patient department as in 3. and

with two wards with 15 beds each.

7.  A teaching unit for a country site with space for building.    Out-

patient department as in 4, and about TO beds arranged as
described on page 64.

8.  Same as 7, with alternative arrangement for the out-patient depart-

ment.

9.  A unit of same capacity as 7, but adapted to a town site where space

is limited.
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